CK-129— BAHA'I  TEMPLE  ON  THE  SHORES  OF  | 

LAKE  MICHIGAN  AT  WILMETTE  HARBOR  i 

ILLINOIS  3 

The  Baha'i  House  of  Worship,  Wilmette,  g 

Illinois,  on  Lake  Michigan  near  Chicago.  A  u 

nine  sided  structure — diameter  top  of  steps,  § 

„,    152  feet;  height  165  feet;  diameter  of  dome  98  * 

5    feet,     beautifully    ornamented    in     moulded  u 

5  quartz  and  white  concrete.  It  welcomes  to  its  £ 
±    services  persons  of  all  races  and  creeds. 


